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ODP 0-413 
3 April 1999 


MEMORANDUM FOR: Deouty Lirector for Administration 


FROM: ; Bruce T. Johnson 
Director of Data Processing 
SUBJECT: ODP Repert for Week Ending 2 April 1980 
SAFE 
25X1A MMMM issued the sAYE computer hardware request for 
proposal (RFP) on 1 April 1980. Proposals from prospective 
STATINTL contractors are due in mid-May, with final selection 
i 


schéduled for early August. 


New .C : iter Installed 


/ The Amdahl 470/V7 cca ater was cabled into an initial 
Mvs batch configuration og 29 March. Since that time the 
STATINTL ‘Machine has run P| MY¥S batch in the Ruffing Center with 


. / few ‘problems. 


/ Ay flab Lit Goals Exceeded for Data Base Systems 


i 


: / og FE, oo, ; ‘ : 
ty a ODP has established 1980 availability goals at 96% for 
os the three data base systegs using GIMS: GIMDEV, GIMPROD, and 

/ J$CKMS. The availability goal includes all hardware and soft- 


STATINTL 
cat 


cag Record Number of Student trainees in Process for opP 


J ODP Personnel is currently processing 18 Student Trainees 
: {who willbe working in Pracessing and Applications from June 

, <4 through December 1980. Tais is the most ODP has ever had 

_. . \ Ung@x consideration and raflects the growing interest of 

fy Students in ODP and the success of our afforts to attract 


dd oompater sclence specializ:s to ODP. (DC/AS) 
fis 4 1 


4 


Z 


; 


of a - / /s J, Bruce T Johnson 
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